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ABOLISHMENT OF THE INSPECTION AND REVIEW STAFF 


1, The Inspection ‘and Review staff 4g sbolished, effective 18 April 19%) 
25X1 entative), Chapter II, Part C, dated 7 March 1957, and 
7 March 1957, are accordingly rescinded, 
>. The Publications Control Group end the Secretary of the Technicel 
Requirements Board are transferred, effective 18 April 1959, from the 


Inspection and Review Staff to the Office of the Chief, Operationél 


Services. 
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